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OSA 4465-63 


23 September 1963 


MEMORANDUM FOR: Chief, Materiel Division, OSA 
SURJECT : Request for Purchase of Equipment 


Request that one Spectrum Analyzer, Model 
SPA-4a, equipped with 100 mc dispersion range —- 
trequency range 10 to 44000 mc., be purchased for 
Engineering and Analysis Division, OSA. Cost of 
the item is approximately $6,000. Source ig 
Singer Metrics, 915 Pembroke St., Bridgeport, 
Conn. Early delivery would be appreciated. 
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